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SUBJECT: LEE HARVEY OSWALD, aka 

bs IS - R - CUBA eS ie, a ee he 
na Sine 8: eee % fF os en ce ee ee ee me MS hea e Bea 
a o. gee tare CP, ge eee as ‘ Lo a ‘: 
s Section Chief WILGIAM BRANNIGAN called and ye 

 s stated that in connectfon with our: teletype of 1/25/64 . . 


concerning cameras, e Laboratory had only two cameras} 
one a Siera Realist/ A60979, American made camera, item 
#378, and Cuera-2 camera, serfal #627250, which they 
think may be a Russian camera. ee : 


el Fe BRANNIGAN advised Mr. BELMONT stated that if of ot 
— ° we had not run out the source of these cameras, we should:.”— 
nie .. immediately try to do so as to where, how, he had obtained ~ 


Vie them, the cost, etc.  ... - : me A egy ao fected : sce 
= ; He said that the Dallas Police Department property 
ae clerk's invoice or receipt of Nov. 26, item 375, shows one. 
Minox camera, one pedometer, one compass, one Hansa self timer, 
Be eet, one lense, one 15 power telescope — Wollensak, one stereo 
ce ay Seer one pocket knife in leather container, one Minos : 
“'C, light meter. He states that there is no Minox camera at the ©." 
oe Laboratory, and he definitely wanted to try to determine from 


Soe the Police if they actually picked up one. © . ey 
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